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1.In Nutanix clusters, which feature ensures VMs can be migrated and 
restarted on another host in case of failure? 

A. High Availability 

B. Protection Domain 

C. Host Affinity Rules 

D. Availability Zone 

Answer: À 
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2. Where should an administrator unregister Prism Element from Prism Central? 
A. From a Host SSH session 


B. From the Prism Central web console 
C. From the Prism Element web console 
D. From a CVM SSH session 

Answer: D 
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3.Which two private key types are supported by the Nutanix SSL 
certificate implementation? (Choose two.) 

A. ECDSA 

B. ECDH 

C. ED25519 

D. RSA 

Answer: A,D 
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4. Which two capabilities does IPAM provide in a Nutanix networking 
configuration? (Choose two.) 

A. Allows proxy server settings to be set up for a defined network 

B. Allows AHV to assign IP addresses automatically to VMs using 
DHCP 

C. Configures a VLAN with an IP subnet and assigns a group of IP 
addresses 

D. Configures firewall rules to prevent or allow certain TCP/IP traffic 
Answer: B,C 
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5. When configuring Prism Central, which two log modules are able to 
forward messages to an external syslog server? (Choose two.) 

A. API Audit 

B. Flow 

C. DNS 

D. NTP Synchronization 

Answer: A,B 
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6.Which node type does not deploy a Nutanix Controller VM? 
A. Storage Only 

B. Hyper Converged 

C. Compute Only 

D. All Flash 

Answer: C 
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7.An administrator needs to report on any alerts generated by a 
Nutanix cluster that affected the cluster's availability over the past 10 
days. 

Which method should be used to locate these events? 

A. On the Health dashboard, use the Log Collector to export data 
based on time stamp. 

B. Export the cluster event log to a CSV on the Alerts dashboard. 

C. On the Alerts dashboard, filter based on Impact Type and the 
desired Time Range. 

D. Configure an Alert Policy to generate an email with the data on the 
Health dashboard. 

Answer: C 
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8.Which data savings technique utilizes stripes and parity calculation in 
a Nutanix cluster? 


A. Compression 
B. Parity strip 

C. Erasure coding 
D. Deduplication 
Answer: C 
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9.An administrator has set up a local web server accessible to 
the Nutanix clusters. 

Which two steps are required to set up LCM for an 
environment without Internet access? (Choose two.) 

A. Download the Icai disconnecced version. tar.gz LCM 
bundle from the support portal. 

B. Edit LCM Advanced Settings in Prism Element and enter the 
address of the web server. 

C. Edit LCM Advanced Settings m Prism Central and enter the 
address of the web server. 

D. Download the Icm dark site version. tar . gz LCM bundle 
from the support portal. 

Answer: B,D 
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10.An administrator is commissioning a Nutanix Enterprise Cloud. 
Once the user VMs have been deployed and are running, the 
administrator finds that VMs on the same host are able to 
communicate, but are unable to communicate between hosts. 
What must be changed to enable full inter-VM communications? 
A. Change the spanning-tree port type on the switch. 

B. Change the network the VMs are connected to 

C. Update the switch to specifically allow VLAN 15 

D. The VMs need to have static IP addresses. 

Answer: C 


